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spoiled by wet weather. The 1897 one was held in perfect summer conditions.
.All the Empire seemed to be in London for those halcyon and joyous days;
,and the magnificent pageantry to which London, with all its historic associations
,and brilliant society is so well adapted, stirred the hearts and impressed the
imagination of all the British peoples.